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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 198134 

62 

ORIGIN AID-50 

INFO OCT-01 AF-10 ISO-OO DODE-OO ACDA-19 INT-08 COME-OO 

PC-15 USIA-15 10-15 AGR-20 /153 R 

DRAFTED BY AFR/CWR/SDE:TLAMBACHER:DM 

APPROVED BY AFR/CWR:FJSPENCER 

AFR/CWR:HFARNHAM 

PHA/FDRC : RCL ARY 

AF/W TVINCENT 

DESIRED DISTRIBUTION 

7D ACTION AFR INFO DRC PHA PA PPC 4 AAID EXSEC GC GCFLD AGRIC DODX 
CHRON 1 2 3 4 50P 

017714 

P R 042320Z OCT 73 
FM SECSTATE WASHDC 
TO AMEMBASSY OUAGADOUGOU PRIORITY 
INFO AMEMBASSY NIAMEY 
AMEMBASSY ABIDJAN 

UNCLAS STATE 198134 

AFDROUGHT 

E.O. 11652: N/A 

SUBJ: CROP ESTIMATION SURVEY, UPPER VOLTA 
REF: (1) OUAGADOUGOU 2070 

1. WARREN INITIAL COST PROJECTIONS FOR UPPER VOLTA 
SIGNIFICANTLY LESS THAN SUM QUOTED IN REFTEL. AID/W 
PRESENTLY IN PROCESS PROCURING ITEMS FOR SURVEY KITS. 

WILL ADVISE WHEN MORE DETAILED INFORMATION AVAILABLE. PORTER 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: AGRICULTURAL PRODUCTION, DISASTER RELIEF 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 04 OCT 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE198134 

Document Source: CORE 

Document Unique ID: 00 

Drafter: TLAMBACHER:DM 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 049/aaaabkfc. tel 

Line Count: 49 
Locator: TEXT ON-LINE 
Office: ORIGIN AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: (1) OUAGADOUGOU 2070 
Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08-Jan-2002 by chappeld>; APPROVED <08 MAR 2002 by izenbei0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CROP ESTIMATION SURVEY, UPPER VOLTA 
TAGS: SWEL, EAGR, UV 
To: OUAGADOUGOU 
Type: TE 
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